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All above Improvements will be made and tested at the contractors facility. Documen- 
tation and Instruction Manual will be reworked to reflect all changes. One trip to 
Washington, D. C. will be required for co-ordination. 

The estimated cost of this program is shown on the attached sheet CPFF breakdown. 


Please advise the undersigned if there are any questions. 


JEH/sc 
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Enclosure: Cost estimate as stated 
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